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ACTION AF-07 
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R 160927Z DEC 74 
FM AMEMBASSY MOGADISCIO 
TO SECSTATE WASHDC 2467 
INFO AMEMBASSY BLANTYRE 
AMEMBASSY ADDIS ABABA 


LIMITED OFFICIAL USE MOGADISCIO 1831 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: VAULT DOOR FOR C&R MOGADISCIO 
REF: ADDIS ABABA 14591 

1. DOES EITHER STATE OR FBO HAVE ANY COMMENT ON EMBASSY BLANTYRE'S 
POSSIBLE USE OF CLASS SIX VAULT DOOR WHICH HAS BEEN JUDGED 
UNSUITABLE (ADDIS ABABA 14591) EOR INSTALLATION MOGADISCIO 
CHANCERY? 

2. PLEASE ADVISE. VAULT DOOR HAS CLEARED CUSTOMS AND IS 
NOW IN GSO COMPOUND WAREHOUSE. 
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Document Source: CORE 
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Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 
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Line Count: 43 
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